122     DOCKETED ITEMS

F. Security, medical, emergency & fire protection plans

9203040194 Revised Emergency Preparedness Plan Implementing Procedures (EPP/
IP),including Issue 9,Rev 1 to EPP/IP 2.6.11 .Issue 9, Rev 1 to EPP/IP 3.1 & Issue
9,Rev1 toEPP/IP8.1.
SPOERRY.D.E. Duquesne Light Co. 92/01/31. 86pp. 60850:243-60850:329.

9203040080 Forwards safety insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208.
WENZINGER.E.C. Region 1 (Post 820201). 92/02/21. SIEBER.J.D. Duquesne Light
Co. 2pp. 60767:166-60767:177.

-9203040091 Insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. Major areas
inspectedplant operations.radiological protection,surveillance & maint.emergency pre-
paredness, secunty & safety assessment/quality verification.
RULAND.W. Region 1 (Post 820201). 92/02/21.10pp. 60767:168-60767:177.

9203040138 Forwards Rev 14 to Issue 4 of physical security plan/changing personnel
access requirements by implementing all elements of Reg Guide 5.66 & changing title
for director of security.Encl withheld (ref 10CFR2.790(d) & 73.21).
SIEBER.J.W. Duquesne Light Co. 92/02/27. Document Control Branch (Document
Control Desk). 2pp. 60802:304-60802:305.

9203170258 Forwards emergency response data sys info.incl tiding Data Point Library.
BROSI.R.K. Duquesne Light Co. 92/03/06. Document Control Branch (Document
Control Desk). 100pp. 60975:001-60975:170.

J. Insurance & indemnity information

9203170099 Lists info concerning property damage insurance coverage for Beaver
Valley Power Station.

SIEBER.J.D. Duquesne Light Co. 92/03/06. Document Control Branch (Document
Control Desk). 2pp. 60972:358-60972:359.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030291 Forwards Rev 3 to ERS-MPD-91-022, "Offsite Dose Consequences of
Locked Rotor Accident at Unit 2 w/18% Failed Fuel," in support of License Change
Request 57.

SIEBER.J.D. Duquesne Light Co. 92/02/25. Document Control Branch (Document
Control Desk). 1p. 60857:264-60858:034.

-9203030303 "Control Room x/Q Values for Beaver Valley Power Station."

* Halliburton Co. EPC-91 -1025. 91 /12/31. 80pp. 60857:315-60858:034.

9203050210 Advises that util 910812 proposed pressure-temp limits for isolated loop as
shown in proposed figure B 3/4 4-3, acceptable.Revised Tech Spec bases pages
end.

DE AGAZIO.A.W, Project Directorate I-4. 92/03/02. SIEBER.J.D. Duquesne Light Co.
13pp. 60808:100-60808:112.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE,licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001 -61085:012.

9203120405 Forwards amends 163 & 43 to licenses DPR-66 & NPF-73 & SE. Amends
modifies LCO & action statement for TS 3.6.2.3 to address operability requirements
for chemical addition sys on subsystem level.

DE AGAZIO.A.W. Project Directorate I-4. 92/03/06. SIEBER.J.D. Duquesne Ught Co.
3pp. 60895:047-60895:066.

-9203120406 Amends 163 & 43 to licenses DPR-66 & NPF-73,respectively, modifying
LCO & action statement for TS 3.6.2.3.
STOLZ.J.F, Project Directorate M. 92/03/06.11 pp. 60895:050-60895:062.

-9203120407 Safety evaluation supporting amends 163 & 43 to licenses DPR-66 &
NPF-73,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/06. 4pp.
60895:063-60895:066.

9203240308 Forwards "Beaver Valley Power Station Flux Reduction Program for Unit 1
Reactor Pressure Vessel." Attached flux reduction program assumes both longitudinal
& transverse data acceptable for use.

SIEBERJ.D. Duquesne Light Co. 92/03/16. Document Control Branch (Document
Control Desk). 2pp. 61094:284-61094:309.

-9203240328 "Beaver Valley Power Station Flux Reduction Program for Unit 1 Reactor
Pressure Vessel."

*  Duquesne Light Co. 92/03/31.18pp. 61094:286-61094:309.

9203310179 Forwards amends 164 & 44 to licenses DPR-66 & NPF-73,
respectively.Amends revise app A TSs re emergency core cooling sys accumulators.
DE AGAZIO.A.W. Project Directorate I-4. 92/03/25. SIEBER.J.D. Duquesne Light Co.
2pp. 61200:238-61200:251.

-9203310184 Amends 164 & 44 to licenses DPR-66 & NPF-73,respectively, revising
app A TSs re emergency core cooling sys accumulators.
STOLZ.J.F. Project Directorate I-4. 92/03/25. 8pp. 61200:240-61200:248.

-9203310187 Safety evaluation supporting amends 164 & 44 to licenses DPR-66 &
NPF-73,respectively,

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/25. 3pp.
61200:249-61200:251.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203040080 Forwards safety insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208.
WENZINGER.E.C. Region 1 (Post 820201). 92/02/21. SIEBER.J.D. Duquesne Light
Co. 2pp. 60767:166-60767:177.

-9203040091 Insp repts 50-334/92-01 & 50-412/92-01 on 920105-0208. Major areas
inspected:plant operations.radiological protection.surveillance & maint,emergency pre-
paredness, security & safety assessment/quality verification.
RULAND.W. Region 1 (Post 820201). 92/02/21. 10pp. 60767:168-60767:177.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001 -60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York. Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co, of New York, Inc. 4pp. 60997:043-60997:046.

R. Periodic operating reports & related correspondence

9203090054    "Beaver   Valley   Joint   Frequency    Distribution   Tables   for    Batch
Releases.Delta T (150 Ft-35 Ft) & 35-Ft Wind & Delta T (500 Ft - 35 Ft) & 500-Ft
Wind.Third Quarter 1991."
SIEBER.J.D. Duquesne Light Co. 91/09/30. 62pp. 60920:261-60920:307.

9203040272 "NPDES Discharge Monitoring Repts for Jan 1992 for Beaver Valley Power
Station." W/920219 Itr.
NOONAN.T.P. Duquesne Light Co. 92/01/31. 60pp. 60840:145-60840:208.

9203240351 Forwards "Semiannual Radioactive Effluent Release Rept for 6-Month
Period,Jul-Dec 1991." Abnormal liquid release occurred at Unit 1 on 910726 when
200 gallons of water discharged from demineralizer blowdown tank to Ohio River.
SIEBER.J.D. Duquesne Light Co. 92/02/20. Document Control Branch (Document
Control Desk). 2pp. 61082:295-61082:327.

-9203240371 "Semiannual Radioactive Effluent Release Rept for 6 Month Period:Jul-
Dec 1991."

*  Duquesne Light Co. 91/12/31. 31 pp. 61082:297-61082:327.

9203090300 Monthly operating repts for Feb 1992 for Beaver Valley Power Station.W/
920309 Itr.
JONES.D.T.. SIEBERJ.D. Duquesne Light Co. 92/02/29. 9pp. 60863:118-60863:126.

9203090441 Forwards fitness-for-duty program rept for period Jul-Dec 1991,per
10CFR26.71(d).

SIEBER.J.D. Duquesne Light Co. 92/03/03. Document Control Branch (Document
Control Desk). 4pp. 60868:251-60868:254.

S. Reportable occurrences, LERs & related correspondence

9203180305 LER 92-002-00:on 920213,failed pressure switch led to three spurious SG
blowdown isolations.Caused by water accumulation in switch.causing intermittent
shorting of switch blowdown isolation contacts.Switch replaced.W/920316 Itr.
NOONAN.T.P. Duquesne Light Co. 92/03/16. 7pp. 61085:031-61085:037.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm International, Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.STATION, UNIT 1212 F.
